at Se _FAp_SreREE ad MARU E RAR UMOE 


OPERATIONAL {MMEDIATE 


EPO EMP 5016572 


a - FLASH REPORT SUBMITTED PRIOR 10 


A. MISSION 1001-] 


PRIORITY 





B. PORT HORIZON CAMERA SHUTTER ON FWD CAMERA REMAINED OPEN 
INTERMITTENTLY CAUSING LOSS OF APPROX. 1000 FRAMES FROM FwD TAKE. 

THE MALFUNCTION BEGAN ON PASS A-34, CAUSING 80 PERCENT LOSS OF 

IMAGERY DUE TO HEAVY FOG. 

C. 60 PERCENT OF INDEX CAMERA TAKE IS LOST DUE TO INTERMITTENT 

SHUTTER PROBLEMS IE: SHUTTER REMAINED OPEN INTERMITTENTLY FOR 

2.0R 3 FRAME DURATION. +e 
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